was rectangular in plan about 92 ft. by
56 ft. and had six entrances. Its low
and crudely built roof was supported on
a few columns taken from older buildings.
The inside walls were made of unbaked
bricks with the floor made of pebbles set
in concrete. The light most likely came
from the opening in the roof. Originally
this structure had neither court, mihrab
nor minaret, but it had a new feature
which was the mimbar, a high pulpit.
In 673 AD., during the Khilafat of
Muawiya. Maslama ibn Mukhallad, the
Governor of Egypt, enlarged this mosque,
made a court, plastered its walls and also
added four towers. Similar minarets were
later added to the Mosque at Medina by
Walid. In 696 AJX Abd al-Aziz, then
Governor of Egypt, made a few more

additions to it.

0No vestige of this old

mosque remains to-day, for by the order
of Khalifa Walid I (705-715 A.D.) this
structure was pulled down and entirely
reconstructed with a mihrab and eleven
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